DOCKETED ITEMS     227
8503250111 Advises that all correspondence to Judge AD Dixon should be mailed to new listed address.Served on 850322.
LANE.V.M. Atomic Safety and Licensing Board Panel. #185 205. 85/03/21. Office of the Executive Legal Director. 1p. 29493:002-29493:002.
8503280734 Forwards fully executed motion for approval of stipulation setting forth parties agreement re contentions.per staff 850301 status rept.W/o encl.Related correspondence.
CHAN.E.I. Hearing Branch 2. #185 277. 85/03/22. BRENNER.L, COLE,R.F.. CALLIHAN.A.D. Atomic Safety and Licensing Board Panel, ip. 29557:080-29557:080.
8503280470 Answer to intervenor 850307 motion for leave to file addl contention.Intervenors contention not limited to challenge of recent events & consequently not based on new info. Motion should be denied.Certificate of Svc encl. GALLO.J., LAUER.J.J. Commonwealth Edison Co. GALLO.J. Isham, Lincoln & Beale. #185 258. 85/03/25. Atomic Safety and Licensing Board Panel. 32pp. 29549:304-29550:313.
K. Utility Final Safety Analysis Report (FSAR) & amends
8503010342 Forwards affidavit of TR Tramm certifying Amend 46 to FSAR distributed on 850202,per RS Boyd 781020 Itr.
TRAMM.T.R. Commonwealth Edison Co. 85/02/20. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29161:230-29161:231.
Q. Inspection reports, 9E Bulletins & correspondence
8503260229 Responds to NRC 840702 Itr re violations noted in Insp Repts 50-456/84-05 & 50-457/84-05.Corrective actions:radiographs of spool Q6056-CV-23-6 Weld 6 added to NCR 605 for evaluation by Sargent & Lundy.
SMITH.D.H. Commonwealth Edison Co. 85/01/09. KEPPLER.J.G. Region 3, Office of Director. 5pp. 29503:158-29503:162.
8503150263 Forwards Insp Repts 50-456/85-02 & 50-457/85-02 on 841213 & 850102-0201.No noncompliance noted.
WARNICK.R. Region 3, Office of Director. 85/02/13. REED.C. Commonwealth Edison Co. 2pp. 29393:296-29393:345.
-8503150281 Insp Repts 50-456/85-02 & 50-457/85-02 on 850102-0201 .No noncompliance or deviation noted.Major areas inspected:const assessment program re licensee action on previously identified items & const sample reinsp checklists. FORNEY.W. Region 3, Office of Director. 85/02/12. 9pp. 29393:298-29393:306.
-8503150291 Submits progress rept of ongoing insp of const assessment program for 850107-1 S.Program status.review.problern areas & open items discussed. NOREUUS.C.E. Region 3, Office of Director. 85/01/22. KEPPLER.J.G. Region 3, Office of Director. 3pp. 29393:307-29393:309.
-8503150301 Discusses 850125 telcon re const sample reinsp activities.Activities stopped in areas of mechanical pipe supports.electrical hangers & civil/concrete placements. Program to address problem areas being implemented. PELKE.P.R. Region 3, Office of Director. 85/02/07. Region 3, Office of Director, ip. 29393:310-29393:345.
8503130492 Forwards Meeting Repts 50-237/85-02,50-249/85-02, 50-254/85-03,50-265/85-03,50-295/85-06,50-304/85-07, 50-373/85-04,50-374/85-04,50-454/85-03,50-455/85-02, 50-456/85-03 & 50-457/85-03 on 850118 in Glen Ellyn.lL PAPERIELLO.CJ. Region 3, Office of Director. 85/02/19. REED.C. Commonwealth Edison Co. 2pp. 29348:322-29348:348.
-8503130505  Meeting   Repts  50-237/85-02,50-249/85-02,50-254/85-03,  50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04, 50-374/85-04,50-454/85-03,50-455/85-02,50-456/85-03 & 50-457/85-03.Maior areas discussed:emergency preparedness. PLOSKI.TJ. Region 3, Office of Director. 85/02/13. 25pp. 29348:324-29348:348.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. f13pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503140369 Motion for leave to file addl contention re QA.per 10CFR2.714 stds.Certificate of Svc encl.
CASSEL.D.W. Rorern, B. #185 011. 85/03/07. Atomic Safety and Licensing Board Panel. 23pp. 29356:251-29356:272.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503150342 Forwards Insp Repts 50-456/85-06 & 50-457/85-06 on 850204- 0301 & notice of violation,
WARNICK.R.F. Region 3, Office of Director. 85/03/08. REED.C. Commonwealth Edison Co. 2pp. 29371:318-29371:330.
-8503150346 Notice of violation from insp on 850204-0301. WARNICK.R.F. Region 3, Office of Director. 85/03/08. 2pp. 29371:320-29371:321.
-8503150350 Insp Repts 50-456/85-06 & 50-457/85-06 on 850204-0301. Nonc9mpfi-ance noted:failure to ensure that insp personnel had acceptable level of capability & failure to take proper corrective action re QC. FORNEY.W. Region 3, Office of Director. 85/03/08. 7pp. 29371:322-29371:328.
-8503150372 Submits progress rept re ongoing insp of const assessment program for 850208-22.
NOREUUS.C.E. Region 3, Office of Director. 85/03/01. KEPPLER,J.G. Region 3, Office of Director. 2pp. 29371:329-29371:330.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503180318 Forwards Insp Repts 50-456/85-10 & 50-457/85-10 on 850225-0301.No noncompliance identified.
WARNICK.R.F. Region 3, Office of Director. 85/03/12. REED.C. Commonwealth Edison Co. 2pp. 29383:078-29383:087.
-8503180342 Insp Repts 50-456/85-10 & 50-457/85-10 on 850225-0301 .No noncompliance or deviation noted.Major areas inspected: licensee actions on previous insp findings.lE bulletins & circulars, 10CFR50.55(e) items & allegation review. FORNEY.W.L. Region 3, Office of Director. 85/03/12. 8pp. 29383:080-29383:087.
8503200286 Forwards Insp Repts 50-456/85-05 & 50-457/85-05 on 850219- 20.No noncompliance noted.
HARRISON.J.J. Region 3, Office of Director. 85/03/12. REED.C. Commonwealth Edison Co. 2pp. 29427:264-29427:272.
-8503200372 Insp Repts 50-456/85-05 & 50-457/85-05 on 850219-20.No noncompliance or deviation noted.Major areas inspected: meeting w/Natl Board of Boiler & Pressure Vessel Inspectors & activities re IE bulletins.
WARD.K.D., DANIELSON.D.H. Region 3, Office of Director, 85/03/12. 7pp. 29427:266-29427:272.
8503180411 Forwards errata to SALP Repts 50-456/84-12 & 50-457/84-12. Mgt personnel changes & const assessment program viewed positively.Continuing involvement of senior managers in site activities necessary to insure resolution of const problems.
KEPPLER.J.G, Region 3, Office of Director. 85/03/14. REED.C. Commonwealth Edison Co. 2pp. 29384:156-29384:167.
-8503180415 Errata to SALP Repts 50-456/84-12 & 50-457/84-12 for Jan 1983 - June 1984. * Region 3, Office of Director. 85/03/14. 8pp. 29384:158-29384:165.
-8503180417 Forwards comments re SALP 4 Rept.NRC 841106 conclusions re util regulatory performance fair.Clarification of util positions on previously docketed items of noncompliance requested.
REED.C. Commonwealth Edison Co. 84/12/26. KEPPLER.J.G. Region 3, Office of Director. 2pp. 29384:166-29384:167.
8503260450 Forwards Insp Repts 50-454/84-71,50-455/84-49,50-456/84-43 & 50-457/ 84-39 on 840924-850204 & notice of violation.Design practices in need of improvement noted.
STREETER.J.F. Region 3, Office of Director. 85/03/14, REED.C. Commonwealth Edison Co. 2pp, 29505:063-29505:205.
-8503260452 Notice of violation from insp on 840924-850204. STREETER.J.R. Region 3, Office of Director. 85/03/15. 2pp. 29505:065-29505:066.
-8503260457 Insp Repts 50-454/84-71,50-455/85-49,50-456/84-43 & 50-457/84-39 on 840924-850204.Noncompliance noted:failure to maintain retrievable design basis documents & failure to specify appropriate code provisions.
MUFFETT.J.W., LOVE.R.S., SCHAPKER.J.E. Region 3, Office of Director. 85/03/14. 116pp. 29505:067-29505:205.
8503210375 Forwards Insp Repts 50-456/84-39 & 50-457/84-36 on 841201-850201 & notice of violation.
WARNICK.R.F. Region 3, Office of Director. 85/03/15. REED.C. Commonwealth Edison Co. 1p. 29464:214-29464:226.
-8503210378 Notice of violation from insp on 841201-850201. WARNICK.R.F. Region 3, Office of Director. 85/03/15. 2pp. 29464:216-29464:216.
-8503210383 Insp Rept 50-456/84-39 & 50-457/84-36 on 841201-850201. Noncompliance noted:failure to document nonconforming conditions. FORNEY.W.L Region 3, Office of Director. 85/03/13. 10pp. 29464:217-29464:226,
8503140033 IE Info Notice 85-021. "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503260359 Forwards Insp Repts 50-456/84-42 & 50-457/84-38 on 841228-850212 & notice of violation.
WARNICK.R.F. Region 3, Office of Director. 85/03/18. REED.C. Commonwealth Edison Co. 2pp. 29504:161-29504:179.
-8503260365 Notice of violation from insp on 841228-850212. WARNICK.R.F. Region 3, Office of Director. 85/03/18. 2pp. 29504:163-29504:164.
-8503260374 Insp Repts 50-456/84-42 & 50-457/84-38 on 841228-850212. Noncompliance noted.-failure to control cleaning of diesel fuel oil piping. FORNEY.W.L Region 3, Office of Director. 85/03/08. 15pp. 29504:165-29504:179.ard Panel. 199pp. 29406:104-29406:302.
